25X1 

25kl 


25X1 


Approved For Release 2003/02/27 : CIA-RDP71R00140A0004A0090051-1 

DOE REVIEW 
COMPLETED 



16 May 1967 

MEMORANDUM FOR : Director of Scientific Intelligence 
SUBJECT : Request for Comments 

1* ACDA has requested comments on the attached 



report and provide our comments by c. o. b. 24 May, and 
we would appreciate receiving your comments in this office 
no later than on the morning of that date. 
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